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Alert others 
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Enter your test result 


IT you receive a positive result, it is important 
you download the NHS COVID-19 app and 
inout enter your test result code. 


IT you agree to share your results, the app will 
send an anonymous alert to any app users 
you've been In close contact with and are at 


risk of catching coronavirus. 
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Protect your family 
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Keep safe 





Helping you to protect your family, friends, 
community and individuals who you may not 
have realised you were near. 


It’s the Tastest and simplest way to alert others 
so they can act quickly to selt-isolate and 
reduce the spread of the virus. 


To download the NHS COVID-19 app, search tor “NHS COVID-19” 
in the App Store or Google Play Store on your phone 


| SELON 4 Download on the 
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For more information visit covid19.nhs.uk 





